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Message Text 


UNCLASSIFIED 

PAGE 01 TOKYO 01717 100553Z 
17 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

089465 

R 100536Z FEB 75 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7894 

UNCLAS TOKYO 1717 

FOR OIM/WELCH 

E.O. 11652: N/A 
TAGS: BEXP.JA 

SUBJECT: USTC MARCH NUCLEAR MEDICAL INSTTUMENTATION JEEP 
REF: USDOC 2109 

1. TC WELCOMES SUBJECT EVENT ON BASIS DESCRIBED REFTEL 
PARA TWO, HAS NO OBJECTION TO ONE OR TWO-COMPANY JEEP 
WHEN PARTICIPANT(S) UNDERSTAND SCOPE OF EVENT. JAPAN 
DIVISION IS REMINDED OF OIM MANUAL OF STANDARD OPERATING 
PROCEDURES TRANSMITTAL NO. 17 EFFECTIVE JULY 29, 1974. 

TC WONDERS WHETHER THIS INSTRUCTION IS INOPERATIVE OR 
SHOULD BE MODIFIED IN VIEW OF PROCUREMENT EXPERIENCE 
WITH TRAINING AIDS JEEP OCT 74 AS WELL AS SUBJECT EVENT. 

PLS ADVISE. 

2. TC UNDERSTANDS SUBJECT EVENT SCHEDULED TOKYO 
31 MARCH - 1 APRIL, AMDO 3 - 4 APRIL. UNLESS OIM PLANS 
COLLECT ADDITIONAL CONTRIBUTION FROM CLINICAL ASSAYS 
AND CORATOMIC TO DEFRAY COSTS OF OSAKA PROMOTION, 

AND SINCE THRUST OF EVENT TO BE ALMOST EXCLUSIVELY 
REPFIND, SUGGEST AMDO DISPLAY BE DROPPED. TC WILL 
APPRECIATE RMD DECISION THIS REGARD SOONEST. 

HODGSON 
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